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STATINTL 
EXHIBIT NO. 24 TO CONTRACT NO. HF-CT-691, BA~60-3-1- eiiariads 

; CONTRACTOR WARRANTS PRICES CONFORM TO TH 

FROM Baird-Atomic, Imes oy). FORMULA IN EFFECT ON THE CATE OF 

10 PRISES ARE FAIR ANC REASONABLE: THIS 
HEREBY APPROVED iN THE AMOUNT OF & 
STATINTE 


aN 
dada NomencLature — Ppgyour pRIcH TOTAL 


1. BA-AR44- 439 Thermostat mill $34. 64 


PRESERVATION, PACKING : ___Commercial Air 


DELIVERY COMPLETED BY: 15 April 1960 
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STATINTL 
S COPY DATE ___l March 1960 00 
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TO: BAIRD ATOMIC CORPORATION 
Contractor 


THROUGH: 
Contrac Officer 
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NOTE: FOR STOCK AND DUE 
Prices are fair and reasonable and , 
tris exhibit is h Contractor warrent3 ces confirm 
8 hereby approved, to the price forme Gn effect on STATINTL 
SIGHED: date of this exhibit 
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